AMENDMENT NO. 1 JANUARY 2018 
TO 
IS 8347 : 2008 RESPIRATORY PROTECTIVE DEVICES — 
DEFINITIONS, CLASSIFICATION AND 
NOMENCLATURE OF COMPONENTS 


(First Revision) 
(Page 4, clause 3.93) — Substitute the following for the existing clause: 


‘3.93 Threshold Limit Values (TLVs) — Air-borne concentrations of 
chemical substances and represent conditions under which it is believed 
that nearly all workers may be repeatedly exposed, day after day, over a 
working lifetime, without adverse health effects.’ 


(Page 4, clause 3.93) — Insert the following new definitions and renumber 
the subsequent clauses: 


‘3.94 Threshold Limit Value-Time-Weighted Average (TLV-TWA) — The 
TWA concentration for a period of conventional working hours within a week 
under which it is believed that nearly all workers may be repeatedly exposed, 
day after day, over a working lifetime, without adverse health effect. 


NOTE — Conventional work week hour normally vary between 40-48 h in India. 


3.95 Threshold Limit Value-Short Term Exposure Limit (TLV-STEL) — 
A 15 min TWA exposure that should not be exceeded at any time during a 
workday, even if the 8 h TWA is within the TLV-TWA. Exposures above the 
TLV-TWA up to the TLV-STEL should be less than 15 min, should occur not 
more than four times per day, and there should be at least 60 min gap between 
successive exposures in this range. 


3.96 Threshold Limit Value-Ceiling (TLV-C) — The concentration that 
should not be exceeded during any part of the working exposure.’ 
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